Contract Compliance Review Committee 

Item Submission Form 


Item Type 

Original Agreement 

Choose Item Type from drop-down list 

Agreement Number 

7907-17-PO 


N/A 


Begin Date 

06/07/2017 

End Date 

06/07/2020 

Term 

3 Years 

Title / Purpose 

Purchase of Three (3) Automated License Plate Reader (ALPR) Camera Systems 

Vendor 

Vigilant Solutions 

Selection Process 

Sole Source 

Choose Selection Process from drop-down list 

Number of Bidders 

0 


Department 

Police 

Project Manager 

Commander Christopher Williams 

Telephone 

805-207-7234 


Email 

christopher.williams@oxnardpd.org 


Project Description 

Staff is recommending the purchase of three (3) ALPR camera systems. ALPRs have provided an 
invaluable resource to the Oxnard Police Department. In everyday patrol, ALPR equipped police units 
simply drive through the city as the cameras automatically record license plates, their GPS coordinates 
and the time. The software then compares each license plate read to a database comprised of wanted 
vehicles. Investigators have the ability to view all prior sightings of a particular vehicle as well as its GPS 
location, date and time of each sighting. This tool has proved invaluable for investigators in locating 
suspects. In addition to the ALPR, Vigilant Solutions is including software that will assist investigators in 
identifying suspects, commercial data, maintenance and licensing in the cost. Staff researched companies 
and located three that dealt with ALPR camera systems. After analyzing what each company offers, 

N/A 


Not Applicable to this Item Type 

Agreement Value 

$ 150,000.00 

Enter the value of this Agreement 

N/A 


Not Applicable to this Item Type 

Current FY Amount 

$ 77,975.20 


Funding Source(s) 

Asset Forfeiture FY2016-17 and GVS Grant 

P.O. / Req. Number 

3241 

































